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SIDELIGHTS ON ALL-PU\STIC 
SOLENOID VALVES 










WORTH OF WOOL IN ONE 
WAREHOUSE UNTIL STOPPED DEAD BY ~ 
LETHAL tBUTCORROS /K/f) INSECTICIDE, AUTO¬ 
MATICALLY DISPENSED THRU INERT SV~51 
TEFLONl VALVES 
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TASTE (ML© STEEL IN E0UTDFFEE? 

COFFEE OILS REACTED WITH STAINLESS STEEL 


VALVES IN VENDING MACHINES* 

IN ATION- FREE" DRY- SOLENOI d" 
Dffl§@BsV-5I NYLON VALVES, 
SOLVED THE PROBLEM | </ 
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HIGHLY CORROSIVE HCl GAS 
Nv ETCHES SILICON WAFERS 
VA BUT CANT OORRODE THE 
X4 TEFLON* VALVES 


'THAT CONTROL IT U 
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